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Bates 15 MAR 1963 

TO: Chairman, Equipment Board 

paoMs 

SUBJBCT: 6 March 1963 Squlpmeat Board Agenda 

Agenda Item Bo. 1: Procurement of 100 RR-48B (10 - 20 nee) and $0 

RR-48A (3.5 - 12 acs) Receivers 

KR-48B Background: Almost all KR-D/ll receivers are committed to 

existing requirements and production models of 
the RR-h9 receiver will probably not be avail- 
able for another 12 months. Thus, no modern re- 
ceiver la available for coverage Above 12 mos. 

To tide the Office over until the HR-49 becomes 
available, OC-OS reeoaasends that 100 RB-46B re- 
ceivers be procured at the laboratory. Cost of 
labor and parts for each receiver are estimated 
at $129.00. 


Required Action: 

Member Action; 
Member Comments: 


Approve or disapprove the procurement of 100 
HH-43B Receivers. 


Approve ( 




Disapprove 


RR-48A Background: Twenty-five HR-48 receivers have been produced 

by the OC Laboratory and 75 RR-4-8A receivers are 
row in production with delivery expected in March. 
In view of the shortage of tuneable receivers, 
OC-OS recommends that an additional 50 RR-48A. re- 
ceivers be produced by the 0C Laboratory. Cost of 
labor and parts for each receiver are estimated at 
$125.00. 


Required Action: 

Member Action: 
Member Comments: 


approve or disapprove 
RR -48A Receivers, 






Approve 


ceiwre, 

( V) 


Disapprove ( ) 
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Dates 



Agenda Item Bo. 1: Procurement of 100 RR-18B (10 - 20 acs) and 50 

BR-48A (3.5 - 12 sea) Receivers 

RR-U8B Background: Almost all RB-D/ll receivers are committed to 

existing requirements and production models of 
the RR-1+9 receiver will probably not be avail- 
able for another 12 months . Thus, no Modern re- 
ceiver is available for coverage above 12 ace. 
To tide the Office over until the RR-49 becomes 
available, 0C-0S recoamcnds that 100 RRA8B re- 
ceivers be procured at the laboratory. Cost of 
labor and parts for each receiver are estimated 
at $125.00. 


Required Action! 

Member Action; 
Member Concents: 


Approve or disapprove the procurement of 100 
RR-48B Receivers. 


Approve ( 


X 


) 


Disapprove 




m-k8A Background: Twenty-five BR-48 receivers have been produced 

by the 0C Laboratory and 75 RR-^Qh receivers ere 
now in production with delivery expected in March. 
In view of the shortage of tuneable receivers, 
OC-CS recosaands that an additional 50 RR-48A re- 
ceivers be produced by the 0C Laboratory. Cost of 
labor and parts for each receiver are estimated at 
$125.00. 


Required Action: 

timber Action: 
Member Consents: 


Approve or disapprove the procurement of 100 
RR-48A Receivers. 


Approve {' v sC ) 


y 


Disapprove ( ) 
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